REYNOLDS TOBACCO COMPANY 


A110 


WINCHESTER 85 

Plain - Introduced - Tar (18 mg) and nicotine (1,3 mg) 

No unusual characteristics. 10/74 

Discontinued. 

WINCHESTER MENTHOL 85 . .. 

Menthol - Introduced - Tar (18 mg) and nicotine (1.3 mg) - 

No unusual characteristics. 10/74 

Discontinued. 

WINSTON 80 (BOX) 

Nicotine delivery and filler alkaloids decreased. 9/60 

Nicotine delivery and total alkaloids decreased. 

Reducing sugars increased. 6/61 

Lighter filter of same efficiency. 11/61 

Alkaloids reduced by 0.2%. ^ 12/62 

Total alkaloids reduced. 5/63 

Nicotine delivery and filler alkaloids increased. 2/65 

Tar (2 mg) and nicotine (0.1 mg) decreased by addition of 

expanded tobacco (8%) - Tobacco weight lower. 3/70 

The amount of expanded tobacco increased (8 to 10%). 

A lower tobacco weight and rod density were observed, 2/71 

Filter length (17 to 19 nun) and tipping paper length 
(21 to 23 mm) increased - Tar (1 mg) and nicotine 

(0.1 mg) decreased. 3/73 

Lower filler alkaloids (0.1%). 11/75 

Tipping paper length increased (23 to 24 mm). Decrease 

in tar delivery (19 to 18 mg). 10/76 

Tar (18 to 16 mg) and nicotine (1.3 to 1.1 mg) decreased 

by a change to a more porous paper and a more efficient 

filter. 1/80 

PM3000831525 


Source: https://www.industrydocuments.ucsf.edu/docs/gkpk0001 



REYNOLDS TOBACCO COMPANY 


Alll 


WINSTON 85 


Nicotine delivery and filler alkaloids decreased. 

Lighter filter of same efficiency. / 

TPM and nicotine reduction (1.5 mg and 0.2 mg) - Total 
alkaloids reduced. 

Nicotine delivery and filler alkaloids increased. 

Filter length increased, 17 to 20 mm - No change in 
smoke deliveries, 

Expanded tobacco (6%) noted in blend of some cigarettes. 

Tar (1.5 mg) and nicotine (0.1 mg) decreased by addition 
of expanded tobacco (7%). Tobacco weight lower. 

The amount of expanded tobacco increased (7 to 10%). 

A lower tobacco weight was noted. 

Filter length (20 to 21 mm) and tipping paper length 
(24 to 25 mm) increased. These changes increased filter 
efficiency and tar delivery decreased 1 mg. 

Lower filler alkaloids (0.1%) correlating with a lower 
nicotine delivery. 

f.l 

Cigarette length (84.7 to 84.0 mm) decreased. 

Tar (19 to 16 mg) and nicotine (1.4 to 170/mg) decreased 
as result of a change to a more porous paper and a more 
efficient filter. 

Tar (14.8 to 14.0 mg) - filter ventilation by band of 
E.S.P. holes. 

Test marketed pack containing 12 cigarettes per pack. 

Tar (14.5 to 16.0 mg) and nicotine (1.1 to 1.2 mg) increased 
due to increased filler rod TPM (30.2 to 33.4), fiber denier 
(2.6/Y to 3.6/Y) and decreased paper component (1.6 to 0,4%), 

WINSTON LIGHTS 80 (BOX) 


Nationally Introduced - blend contains two different types of 
reconstituted material - delivers 10 mg tar and 0,6 mg 
nicotine. 
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Source: https://www.industrydocuments.ucsf.edu/docs/gkpk0001 



